More than 3,000 feet of covered walk 2 

in the famous £ 

ELITCH GARDENS i 

OF DENVER ^ 

enable patrons to visit all comers of the park = 
without leaving shelter. Over 400 hanging 2 

baskets of fern and flowers decorate the long “ 
white pergolas. a 

"Not to See Elitch's is Not to See Denver" 5 
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RAINPROOF WALK — ELITCH GARDENS — DENVER, COLORADO 
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